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9203200002 Responds to 920218 Itr re insp at facility from 911020 to 920114,contained
in Insp rept 50-237/91 -36.!ssue under review

CLAYTON.B. Region 3 (Post 820201). 92/03/13. HUBBARD.R. MHB Technical Asso-
ciates. 1p. 60970:029-60970:029.

9203300069 Forwards insp repts 50-237/92-04 & 50-249/92-04 on 920304-05 & 09-
10.No violations noted.

GREGER.LR. Region 3 (Post 820201). 92/03/23. REED.C. Commonwealth Edison
Co. 2pp. 61110:299-61110:305.

-9203300074 Physical security insp repts 50-237/92-04 & 50-249/92-04 on 920304-05
& 09-10.No violations noted.Major areas inspected: mgt support,protected & vital area
physical barriers, detection & assessment aids & alarm stations.
MADEDA.T.J.,   CREED.J.R.   Region  3   (Post  820201).   92/03/19.   5pp.  61110:301-
61110:305.

R. Periodic operating reports & related correspondence

9203120125 "Number of Personnel & Person-Rem by Work & Job Function for 1991."
W/920129ltr.

SCHROEDER.C.W. Commonwealth Edison Co. 91/12/31. DAVIS.A.B. Region 3 (Post
820201). 2pp. 60925:317-60925:318.

9203300107 "Annual Radiological Environ Operating Rept" Part 3.W/920310 Itr.
SCHROEDER.C.W. Commonwealth Edison Co. 91/12/31. DAVIS.A.B. Region 3 (Post
820201). 150pp. 61199:002-61199:179.

9203120096 Forwards occupational radiation exposure portions of station operating
repts.W/o encl.

RESCEK.F.   Commonwealth   Edison   Co.   92/02/27.   DAVIS.A.B.   Region   3   (Post
820201). 1p. 60918:350-60918:350.

9203160059 Monthly operating repts for Feb 1992 for Dresden Nuclear Power
Station.Units 1,2 & 3.W/920302 Itr.

MAXWELL.D.C..  SCHROEDER.C.W.  Commonwealth  Edison  Co.  92/02/29.  30pp.
60970:310-60970:339.

9203090003 Forwards fitness-for-duty performance data for 6-month period ending
911231.

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/02. Document Control Branch (Doc-
ument Control Desk). 23pp. 60862:070-60862:092.

S. Reportabie occurrences, LERs & related correspondence

9203030123   Forwards   Rev   1   to   Part   21   rept.dtd   920204.re   Generators   EMD
A20.A20C.A20C1 & A20C2,adding Oyster Creek plant to list of affected users.
MITCHELL.M.V. MKW Power Systems. Inc. 92/02/05. MURLEY.T. Office of Nuclear
Reactor Regulation, Director (Post 870411). 1p. 60804:346-60805:005.

-9203030166 Rev 1 to Part 21 rept re rotor pole mounting bolt torque on EMD A20C
generator.Rev adds Oyster Creek plant to list of affected users.
* MKW Power Systems, Inc. 92/02/04. NRC - No Detailed Affiliation Given, 5pp.
60804:347-60804:349.

9203090045 LER 92-005-00:on 920203,violation of TS limit for intermediate range moni-
tor operability.Caused by personnel error.Similar review for Unit 3 will be completed
prior to Unit 3 startup by IM Dept.W/920221 Itr.

JOHNSON.R.H.,   SCHROEDER.C.W.  Commonwealth   Edison   Co.   92/02/21.   6pp.
60871:230-60871:235.

9203180119 LER 92-007-00:on 920218.HPCI declared inoperable.Caused by turning
gear engagement failure.Sys Engineer has submitted a request to Nuclear Engineering
to review & evaluate turning gear operation & design.W/920312 Itr.
CHURILLA.M.,   SCHROEDER.C.W.   Commonwealth   Edison   Co.   92/03/12.   5pp.
60997:212-60997:216.

9203230298 Part 21 rept re motor-operated gate valves supplied by Anchor/Darling
prior to Dec 1980.lmproper setting of torque switch may prevent valve from fully strok-
ing under DB condition.Design basis calculations will be performed.
KOVACH.TJ. Commonwealth Edison Co. 92/03/18. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 3pp. 61103:311-61103:313.

9203270155 Ack actions taken in response to Confirmatory Action Ltr CAL-RIII-91-014
dtd 911022 re spent fuel pool crane operations & subsequent damage to fuel assem-
blies & grapple which occurred on 911018.

DAVIS.A.B. Region 3 (Post 820201). 92/03/20. REED.C. Commonwealth Edison Co.
2pp. 61166:074-61166:075.

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac-
tors mfg by Fasco Industries.lnitially reported by util on 911010.Vendor advised to re-
place all affected contactors.Replacements available by Apr 1992.
PATTERSON.L.  Nutherm International.  Inc. 92/03/26. Ofc of Enforcement (Post
870413). 14pp. 61209:198-61209:211.

U. Congressional/Executive Correspondence

9203090226 Advises that NRC insps & overview activities have shown that Zion station
performance continues to irnprove.per NRC 910802 & 0305 commitment.NRC plans
to continue to closely monitor programs & performance to ensure continued progress.
SELIN.I. Commissioners (Post 750119). 92/03/04. PORTER.J.E. House of Rep. 1p.
60948:035-60948:039.

V. Operator Examinations

9203130016 Advises that written & operating exams scheduled for wk of 920713.Util re-
quired to furnish ref matl listed in encl 1 at least 60 days prior to exam date in order
to meet schedule. Related info also encl.

WRIGHT.G.C. Region 3 (Post 820201). 92/03/10. REEp,C. Commonwealth Edison
Co. 11pp. 60886:073-60886:083.

9203240104 Requests info re positive testing of licensed operator for marijuana follow-
ing  random  drug  test  taken  on  920318,  including  details  of  circumstances  re
occurrence.answers to questions listed in encl & other related info.
MILLER.HJ. Region 3 (Post 820201). 92/03/20. REED.C. Commonwealth Edison Co.
8pp. 61054:214-61054:221.

9203300073 Advises that NRC plans to administer generic fundamentals section of writ-
ten OL exam on 920610.Authorized representative from facilities must submit Itr listing
names of candidates for exam 30 days prior to exam date.

WRIGHT.G.C.  Region 3  (Post 820201).  92/03/25. Consumers  Power Co.  3pp.
61110:314-61110:316.

DOCKET 50-238 NUCLEAR SHIP SAVANNAH

R. Periodic operating reports & related correspondence

9203230183 Forwards "NS Savannah Survey Rept.910326-27." per Amend 11 to Li-
cense NS-1.Ship continues to lie quietly at moorings. Underwater insp conducted in
Apr 1991.

CHANDLER.H.G. South Carolina, State of. 92/02/28. NRC - No Detailed Affiliation
Given. 2pp. 61118:048-61118:116.

-9203230186 "NS Savannah Survey Rept,910326-27."
* South Carolina, State of. 91/03/27. 66pp. 61118:050-61118:116.

DOCKET 50-243 OREGON STATE UNIV. RESEARCH REACTOR

F. Security, medical, emergency & fire protection plans

9203270124 Forwards Safeguards Insp Repts 50-243/92-01,50-243/92-02 & 50-243/
92-03 on 920218-21.No violations or deviations noted. Insp Repts 50-243/92-01 & 50-
243/92-02 withheld (ref 10CFR2.790).

REESE.J.H. Region 5 (Post 820201). 92/03/20. COATE.LE. Oregon State Univ., Cor-
vallis, OR. 3pp. 61190:325-61190:332.

-9203270136 Safeguards Insp Rept 50-243/92-03 on 920218-21.No violations or devi-
ations noted.Major areas inspected:reactpr operations,health physics.emergency plan-
ning & preparedness, transportation activities,follow-up items & exit interview.
QUALLS.P.M..   REESE.J.H.   Region  5  (Post  820201).  92/03/20.  5pp.  61190:328-
61190:332.

P. Operating license stage documents & correspondence

9203060077 Submits proposal describing current effort relative to converting reactor
from  HEU to  LEU fuel.Proposed fuel conversion schedule will be submitted to
NRC.per DOE approval of funds to undertake conversion effort.
JOHNSON.A.G. Oregon  State Univ., Corvallis, OR. 92/02/24. Document Control
Branch (Document Control Desk). 3pp. 60880:332-60880:334.

Q. Inspection reports, IE Bulletins & correspondence

9203270124 Forwards Safeguards Insp Repts 50-243/92-01,50-243/92-02 & 50-243/
92-03 on 920218-21.No violations or deviations noted. Insp Repts 50-243/92-01 & 50-
243/92-02 withheld (ref 10CFR2.790).

REESE,J.H. Region 5 (Post 820201). 92/03/20. COATE.LE. Oregon State Univ., Cor-
vallis; OR. 3pp. 61190:325-61190:332.

-9203270136, Safeguards Insp Rept 50-243/92-03 on 920218-21.No violations or devi-
ations noted.Major areas inspected:reactor operations,health physics.emergency plan-
ning & preparedness, transportation activities.follow-up items & exit interview.
QUALLS.P.M.,   REESE.J.H.   Region  5 (Post  820201).  92/03/20.  5pp.  61190:328-
61190:332.

DOCKET 50-244 ROBERT EMMET GINNA NUCLEAR PLANT, UNIT 1

F. Security, medical, emergency & fire protection plans

9203030318   Suppls 910308 response to violations noted in Insp Rept 50-244/90-
31.Corrective actions:effectiveness review of 1990 disabled safeguards event per-
formed & documented in 911219 rept.

MECREDY.R.C. Rochester Gas & Electric Corp. 92/02/20. JOHNSON.A.R. Project Di-
rectorate l~3. 2pp, 60819:360-60819:361.

9203030319  EPIPs including.Rev 3 to EPIP 2-4,Rev 4 to EPIP 5-3,Rev 1 to EPIP 5-5 &
Rev 8 to EPIP 3-6.W/920225 Itr.

MECREDY.R.C. Rochester Gas & Electric Corp. 92/02/25. JOHNSON.A.R. Project Di-
rectorate I-3. 96pp. 60820:001-60820:100.

9203040295 Forwards Emergency Response Data Sys (ERDS)  Data Point Library
sheets.Requests that NRC provide computer modem  for  PPCS  no  later than
920501 ,in order to meet scheduled installation date for hardware.
MECREDY.R.C. Rochester Gas & Electric Corp. 92/02/28. JOHNSON.A.R. Project Di-
rectorate I-3. 67pp. 60815:042-60815:109.

9203040314 Informs that util have deferred mod of instrumentation for Meteorological
Monitoring Programmer Insp Rept 50-244/91-08 on 910401-05.
MECREDY.R.C. Rochester Gas & Electric Corp. 92/02/28. JOHNSON.A.R. Project Di-
rectorate I-3. 2pp. 60840:250-60840:251.

9203240353 Informs that based on review,NRC found that util implementation plan re
ERDS provides basis for acceptable implementation at facility.
JOHNSON.A.R. Project Directorate I-3. 92/03/18. MECREDY.R.C. Rochester Gas &
Electric Corp. 2pp. 61085:343-61085:344.on of Operational Events Assessment (Post 870411). 92/03/02.
